PHILIP MORRIS U.S.A. 


INTER-OFFICE CORRESPONDENCE 

120 PARK AVENUE, NEW YORK, N.Y. 10017 

TO: D. Dangoor DATE: March 27, 1991 

from: Mark K. Walchak 
subject: Design Request 


Attached is a copy of the approved Design Request. 

No. Brand 
386 Bucks 

Filter & Lights 85mm Flip-Top Box Design, Phase 13 


Please call if you have any questions. 


F. Della Crosse 

R. Eck 

A. Goldfarb’ 

S. Lizza 
R. Mikulay 
M. Moore 



Source: https://www.industrydocuments.ucsf.edu/docs/hmjm0004 
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